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Message Text 

UNCLASSIFIED 

PAGE 01 OTTAWA 03725 262253Z 
ACTION EB-08 

INFO OCT-OI EUR-I2 ISO-00 AGRE-00 CEA-OI CIAE-00 
COME-00 DODE-00 FRB-01 H-02 INR-IO INT-05 L-03 
LAB-04 NSAE-00 NSC-05 PA-02 CTME-00 AID-05 SS-I5 
STR-07 ITC-01 TRSE-00 ICA-20 SP-02 SOE-02 OMB-OI 
DOE-15 ACDA-12 10-14 NRC-07 OES-09 CEQ-01 /165 W 

077525 272127Z/45 

R 262236Z JUN 78 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 8196 
INFO AMCONSUL TORONTO 

UNCLAS OTTAWA 03725 

E.O. 11652: N/A 
TAGS: ETRD, CA, US 

SUBJECT: ANTI-DUMPING: RADIOACTIVE DIAGNOSTIC REAGENTS 
T4RIA, T3RIA AND T3 UPTAKE 

1 . REVENUE CANADA INFORMED EMBASSY BY LETTER DATED 
JULY 25 THAT INVESTIGATION HAS BEEN INITIATED UNDER 
SUBSECTION 13(1) OF ANTI-DUMPING ACT RESPECTING ALLEGED 
INJURIOUS DUMPING INTO CANADA OF RADIOACTIVE DIAGNOSTIC 
REAGENTS T4RIA, T3RIA AND T3 UPTAKE PRODUCED BY OR ON 
BEHALF OF ABBOTT LABORATORIES INTERNATIONAL CO. INC., 

NORTH CHICAGO, ILLINOIS. DEPUTY MINISTER FORMED OPINION 
THERE IS EVIDENCE OE INJURIOUS DUMPING ON BASIS OP 
COMPLAINT FILED BY RADIOIMMUNOASSAY INC., AGINCOURT, 

ONTARIO. 

2. REVENUE CANADA WILL BE COMMUNICATING WITH EXPORTER TO 
ELICIT INFORMATION NECESSARY FOR ASSESSING EXISTENCE OF 
DUMPING. DUEMLING 

UNCLASSIFIED 
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